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Message Text 

CONFIDENTIAL 

PAGE 01 PARIS 23000 21 1423Z 
ACTION EB-08 

INTO OCT-OI EUR-I2 ISO-00 DODE-00 NSAE-00 ICA-II 
TRSE-00 SOE-02 DOE- 1 5 CIAE-00 COME-00 /049 W 

010270 220643Z/I3 

R2II4I3Z JUL 78 
EM AMEMBASSY PARIS 
TO SECSTATE WASHDC 5131 

CONEIDENTIAL PARIS 23000 

USOECD 

EXCON 

EOR EB/EWT: ROOT 

E.O. 1 1652: XGDS-I 
TAGS: ESTC, COCOM 

SUBJECT: GERMAN TRANSIENT RECORDER TO GDR 

REF: (A) SCOM (76) 487, (B) (77) PARIS 20214, (C) PARIS 
26217 

1 . IN LETTER TO USDEL, GERMAN DEL INDICATES THAT HE HAS 
BEEN INSTRUCTED BY HIS AUTHORITIES TO "INSIST" UPON 

A U.S. POSITION ON THE GERMAN REQUEST EOR THE U.S. 

RECONSIDERATION OE SCOM (76) 487 ON WHICH THE U.S. 

HAD OBJECTED. USDEL SENT THE GERMAN REQUEST EOR 
RECONSIDERATION IN REE B IN JULY 1977. THIS WAS 
EOLLOWED UP WITH REQUEST EOR STATUS REPORT IN REP C 
IN SEPT. 1977. USDEL HAS NOT RECEIVED A RESPONSE TO 
EITHER OP THESE MESSAGES. 

2. GERMAN DEL STATES THAT HIS AUTHORITIES BELIEVE THAT 
THE GERMAN REQUEST SHOULD NOT BE OBJECTED FOR THE SAME 
REASONS THAT U.S. OBJECTED TO THE UK REQUEST COCOM DOC. 
CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 PARIS 23000 2 1 1423Z 
(76) 731 BECAUSE: 

A) THE EXCLUSIVE USE OP THE TRANSI-STORE EOR BASIC 
RESEARCH (SPECTROSCOPIC EXAMINATIONS OP SOLID BODIES) 

AT THE KARL-MARX UNIVERSITY AT LEIPZIG IS GUARANTEED 
BECAUSE THE TRANSI-STORE WOULD BE PIRMLY CONNECTED TO 
A TYPE B-KR SPECTROMETER BY A SERVICE ENGINEER SENT 
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BY THE APPLICANT; 

B) THE TRANSI-STORE B-C 104 HAS A CONVERSION RATE OF 
10 MILLION CONVERSIONS PER SECOND, WHILE THE BRITISH 
RECORDER DL 992 (SEE COCOM DOC. (76) 731) HAS A CON- 
VERSION RATE WHICH IS TWICE AS HIGH AS THAT OE THE 
TYPE B-C 104 TRANSI-STORE; 

C) SPECTROMETERS WITH FIRMLY INSTALLED TRANSI-STORES 
ARE NOT UNDER EMBARGO. 

3. ACTION REQUESTED; PLEASE SEND STATUS REPORT ON 
RECONSIDERATION OE GERMAN REQUEST ASAP' 

SALZMAN 


CONEIDENTIAL 


NNN 
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